THE DALTON HOTEL 

1234 S. WABASH AVE. 

CHICAGO 5, ILLINOIS 

200 Modern Fireproof Rooms. All with Private 
Bath and Outside Exposure. Within Walking 
Distance of Chicago's Loop Shopping and 
Amusement Center, Bus and Railroad Terminals, 
Stadium, Coliseum and Exposition Grounds. 
One Block to All City Transportation. 
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